The State further introduced the following statement made by Frank’s attorney at the original trial in 
the examination of the witness Miss Corinthia Hall: 


“Now I will ask you a question that I am asking every lady who works on the 4" floor,- Did you ever 
meet Mr. Frank at the factory, or at any time or place for any immoral purpose?” 


and the question asked by Frank’s attorneys of the witness Miss Ida Hayes: “Now I am going to ask 
you a question that I am asking every lady who works on the 4" floor, - Did you ever at any time or 
place meet Mr. Frank for any immoral purpose down at that office, or anywhere else?” 


